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A breakage deposit of Rs. 50 will have to be paid by each
student at the time of joining the College each Session.
The cost of any articles broken or damaged by any student
and of repairing any damage to property, will be deducted from
his breakage deposit, the balance of which will be returned one
month after the close of the Session. Students will also be held
liable for damage beyond the amount of the deposit and may also
be held jointly responsible for the damage which is not traceable
to any one individual.
Students who are exempted from any subject or subjects in
the Part I Examination will have to pay the full examination fee.
All payments shall be made to the Registrar through the Princi-
pal, Engineering College.
A contribution of Rs. 12 per annum shall be made by each
student to the College Athletic Club.
Every student must provide himself at Ms own cost with
drawing instruments, drawing board, T. squares, etc. Surveying
instruments will be supplied free of cost while at the College.
Lockers will be provided for the students in the drawing
offices at a charge of Rs. 2 per Session. The locker key may be
obtained on a deposit of Rs. 2 which will be refunded on return
of the key.
Residence of students*
Students of the Engineering College desiring to live at any
of the University Hostels should apply to the Pro-Viee-Chancel-
lor, through the Principal, Engineering College.
Scholarships.
A limited number of scholarships will be offered every year
to deservings students. Particulars of scholarships may be ob-
tained from the Principal of the College.
Exemptions.
Graduates in Physics may be exempted from attending the
classes in that subject, and graduates in Mathematics may be
exempted from attending the 1st year classes in Mathematics, but
in all cases thery1 will have to satisfy the examiners in their respec-
tive examinations.
Examinations.
College examinations will be held at the end of each term in
the subjects taught during that term.